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M Treasury Departmen, 
\ bY BUREAU OF THE MINT, 
J ik : Wistingten, QD E,.... Ocrover..atn......, JEP 8. 


Hon. Daniel M. Fox, 
Superintendent, U.S. Mint, 
Philadelphia, Pa. 
Sir: 

According to your statement of deposits and purchases [form No. 60] 
for the fiscal year ending June 30, 1888, the total silver deposited 
and purchased at your institution during the year, including redeposits, 
Was 17,513, 366.35 standard ounces. 

According to your accounts as ‘rendered to the Government the total 
amount was 17,513,512.39 standard ounces; a difference of 149.04 stan- 
dard ounces, whichis the exact weight of the assay coin bullion charged 
‘in your accounts for the quarter ending March 31, 1888. 

In order to make ‘your annual statement conform to ‘your accounts ‘it 
would seem as if this amount should be included. 

Enclosed herewith I ‘return your annual statement for the year and 
the monthly statements for February and March, so that if the correction 
has to be made you will please enter it under the proper classification 


on these statements, and return them to this Bureau at your earliest 
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convenience. 


Respectfully yours, 


Ae Ze F2 ee 


Acting Ditector of the Mint. 
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[Abstract:] Returns Annual Statement of Deposits and Purchases for year ending June 30, 1888, 
for correction. 


EOL, 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
October 4, 1888 


Hon. Daniel M. Fox, 
Superintendent, U.S. Mint, 
Philadelphia, Pa. 


Sir: 


According to your statement of deposits and purchases (form No. 60) for the fiscal year 
ending June 30, 1888, the total silver deposited and purchased at your institution during the year, 
including redeposits, was 17,513,366.35 standard ounces. 


According to your accounts as rendered to the Government the total amount was 
17,513,512.39 standard ounces; a difference of 146.04 standard ounces, which is the exact 
weight of the assay coin bullion charged in your accounts for the quarter ending March 31, 1888. 


In order to make your annual statement conform to your accounts it would seem as if this 
amount should be included. 


Enclosed herewith I return your annual statement for the year and the monthly statements 
for February and March, so that if the correction has to be made you will please enter it under the 
proper classification on these statements, and return them to this Bureau at your earliest 
convenience. 


Respectfully yours, 


R.E. Preston 
Acting Director of the Mint. 


[Noted in the margins:] 
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